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1. INTRODUCTION 

In the present scenario, the combination of robust and adaptive along with intelligent control appears 
to be the most important research accomplishment in the drive control area. The torque ripple along with the 
torque ripple is carried out by introducing direct instantaneous torque control [1]. The speed of the reluctance 
drive is regulated by using a novel adaptive TSK intelligent controller [2]. The inherent torque ripple 
characterizes is a widely reported issue not only in automotive and locomotive but also in biomedical systems 
such as optical coherence tomography (OCT) that makes use of galvanometer-based laser scanning systems 
[3]-[5]. The torque ripple in SRM drive is minimised by using artificial neural network based torque sharing 
function [6]. A high-performance control of SRM drive is achieved by using a common sharing method for 
current and flux-linkage [7]. The minimised torque ripple in the reluctance drive over a wide speed range is 
carried using torque sharing function [8]. The torque ripple in the SRM drive can be minimised by using 
fuzzy and adaptive neuro fuzzy inference system [9]. A meta-heuristic design of hysteresis current controller 
and fuzzy speed controller is used to mitigate the ripple in the torque in the reluctance motor drive [10]. The 
switched reluctance motor speed control along with the torque ripple minimization is achieved using non 
dominated sorting genetic algorithm [11]. A modified TSF with current compensation scheme is defined for 
high speed reluctance motor drive [12]. The noise and the ripple in the torque can be controlled using fuzzy 
excitation controller [13]. The reference torque is directly converted into reference current to reduce the 
ripple in the torque and copper loss in SRM drive [14]. A modified three level direct torque control (DTC) is 


Journal homepage: http://beei.org 


1194 O ISSN: 2302-9285 


used to overcome neutral point balance and vector switching [15]. Bridge converter and modified miller 
converter are used to minimise the torque ripple in SRM drive [16]. Destructive interference based torque 
ripple interference is used to eliminate torque ripple [17]. The least torque swell is achieved by differing the 
stator and rotor post grasp [18]. Fuzzly logic controller current compensation technique is used to reduce the 
torque ripples in SRM drives [19]. Fuzzy logic based DTC is used to control the speed and torque ripple of 
8/6 SRM drive [20]. Sensorless speed control of 3 phase SRM drive is accomplished using ANFIS and fuzzy 
PID controller [21]. A modified TSF is discussed which is based on the linear function and non linear 
exponential function of the incoming and outgoing phases [22]. A neural network requires huge amount of 
data in the training process, so it takes large amount of time to gather data when the number of structural 
variables to be optimized is large [23]. In this paper the proposed controller is implemented by the integration 
of neural network with the DTC and optimized by using GA for SRM drive. 


2. GENETIC NEURO ON TORQUE RIPPLE REDUCTION 

The concept of GANN is the training of neural network by the genetic algorithm where we are 
going to improve the performance of the machine by means of reducing the torque ripple. Gravitational 
search algorithm schemes are using to control the speed of SRM along with torque ripple minimization [24]. 
Neural network has the inherent property of identification [25]. In this control the error torque is fed as the 
input to the neural network controller. Here in this paper the proposed neural network is trained by using 
supervised learning algorithm. A feed-forward back propagation neural network (BPNN) based DTC control 
along with GA is proposed in this research work to overcome the non-linearity in the characteristics, 
extensive ripples in the torque, better performance and cost sensitivity. By arranging the training data into 
several contiguous sets and developing a neural network controller with two-hidden-layer for the selection of 
the appropriate switching profile to minimise the torque ripple. Computed results reveals that the proposed 
control scheme minimise the ripples in the torque and improve the dynamic performance with the variation in 
the torque commands. The genetic algorithm used in this control scheme is to determine the weights and the 
threshold values in the network. The proper selection of population, crossover and mutation rate will 
determine the weight and the threshold value [26]. An optimization method that collaborates algorithm with 
limited component processing software takes a long time when there are so many structural variables to be 
optimized [27]. The reduced torque error along with flux error and sector is utilized to define the proper 
voltage vectors which is turn minimise the torque ripple. 


3. MODELING OF GENETIC NEURO CONTROLLER 

The proposed genetic neuro controller architecture shown in Figure 1 consist of one input layer, one 
output layer and two hidden layers. As the single hidden layer is not sufficient to determine the stability of 
the nonlinear system, two hidden layers are preferred. Output of the first hidden layer will be again added 
with the weight and is taken as the feedback to the next hidden layer. Output of these consecutive hidden 
layers is fed to the output layer after the summation of weights with the hidden layer data. The genetic 
algorithm is used to update the weights and the threshold values of the neural network. 
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Figure 1. Architecture of the proposed network 


The proposed controller is modelled with the population size of 50, crossover probability (c) is set 
as 0.8, mutation rate (w) is set as 0.09 and the R1 and R2 are the variable used in the objective and fitness 
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function. The number of data used for testing and training the network is selected as 100. The learning rate is 
selected as 0.45 as the network structure is very simple in nature. 

Initially, the bias is taken as 1 and the values are added along with the optimized weights which in 
turn reduce the torque error in the output. The gradient and the Mu value at the 11" epoch is 1.214e-008 and 
le-008. Here the error is reduced at the early iteration which proves that the selection of voltage vector from 
the vector table is precise and it results in the reduction of torque ripple and less computation time. The 
threshold and the weight are normally represented as th and W. GA used for training the network is 
implemented by mentioning the maximum number of thresholds and weights which are packed in 
n-dimensional vector ‘M’ as shown by (1). 


M=[thiwo1, thew11............. thi6W221]=[m1, m2....mMı6] (1) 


4. GENETIC NEURO BASED DIRECT TORQUE CONTROL 

DTC for AC drives was developed in the early ’80s where converter switching angle directly 
converts the motor variables, namely torque and flux. The reduction of ripples in the torque can be achieved 
by implementing a DTC technique with a novel lyapunov function [28]. The block diagram of the proposed 
controller based DTC is shown in Figure 2. The elimination of torque ripple is carried out by DTC and TSF 
method [29]. The ripples in the torque of the SRM drive can be eliminated by introducing a novel current 
profiling method [30]. A controller with lyapunov function is used to minimise the ripples in the torque of 
SRM drives [31]. The DTC reduced the ripples in the motor torque by regulating the motor torque within the 
hysteresis band [32]. In this proposed technique the actual flux and the torque are estimated from the stator 
voltage and the resistance. The reference torque is established from the speed error by the PI controller. The 
reference torque is compared with the actual torque that is measured and the resultant is fed as input to the 
proposed controller. 
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Figure 2. Block diagram of the proposed control system 


The output from the genetic neuro controller is the reduced torque error. This error along with the 
flux and sector is used to select the actual voltage vectors from the lookup table. The selection of appropriate 
voltage vectors results in the proper sequence of turning on and off the power electronic converters resulting 
in proper excitation of the stator and the rotor poles [33]. The proper excitation between the aligned and 
unaligned inductance minimizes the torque ripple and also improve the motor performance both in static and 
dynamic condition. 


5. SIMULATION RESULTS 

The simulation is carried out in MATLAB/Simulink environment. A four-phase switched reluctance 
drive with the power output of 1.5 kW is considered for testing purpose. The aligned and unaligned 
inductances are made as 10 mH and 49 mH respectively. The rated speed of the drive is set as 3800 rpm, 
rated torque is calculated as 4 Nm and the rated current 8 A/phase is considered for the drive. 
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5.1. Performance at rated load condition 

The drive is initially tested under the rated load condition by setting the reference speed as the rated 
one. The corresponding torque and current response are shown in Figure 3. The time scale difference 
between the phase current and torque is taken as 0.71-0.76 second is considered for measuring the responses. 
From the curve, it is observed that a maximum current of 8 A is reached during the rated condition. 
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Figure 3. Current and torque response ate rated load condition 


The torque error is minimized by the proposed controller which is shown in the above mentioned 
figure. The figure is further enlarged to specify the variation and accuracy of the ripples in the torque is 
shown in Figure 4. Figure 4(a) gives torque at rated speed, where as Figure 4(b) and 4(c) gives torque at half 
rated speed and 10% rated speed respectively. 
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Figure 4. Torque ripple at rated torque, (a) rated speed, (b) half rated speed, (c) 10% of rated speed 


5.2. Performance at 75% of the rated torque condition 

The performance characteristics of the SRM drive are observed on the respective output terminals. 
The drive is tested with 75% of the rated load torque keeping the speed constant at the rated condition. The 
corresponding current and torque response are shown in Figure 5. From the curve, it is observed that 
maximum phase current of 6 A is reached during the specified condition. The above shown torque response 
curve is enlarged to show the accurate variation of torque under specified load condition with respect to wide 
variation of speed. The variation is observed and shown in Figure 6. Figure 6(a) gives torque at rated speed, 
where as Figure 6(b) and 6(c) gives torque at half rated speed and 10% rated speed respectively. 
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Figure 5. Phase current and torque response at 75% of the rated load with rated speed 
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Figure 6. Torque response at 75% of the rated torque, (a) Rated speed, (b) Half rated speed, (c) 10% 
of rated speed 


5.3. Performance at 50% of the rated load torque 

The drive performance is observed on the respective scopes. The torque, speed and current response 
are observed and tabulated to know the effectiveness of the controller. The drive is simulated with 50% of the 
rated load condition keeping the speed at the rated condition. The corresponding torque and current response 
is shown in Figure 7. From the curve it is observed that maximum current of 3 A is reached during the rated 
condition. The torque response curve is enlarged to show the accurate variation of torque under specified 
rated load condition with respect to wide range of speed. The variation is observed and shown in Figure 8. 
Figure 8(a) gives torque at rated speed, where as Figure 8(b) and 8(c) gives torque at half rated speed and 
10% rated speed respectively. 


5.4. Performance under dynamic load condition 

In the simulation carried out under dynamic condition, the speed was kept at rated condition and it is 
made constant. Two modes were considered in simulation as shown in Figure 9. At the starting mode, the 
command torque, Teom was varied from 0 Nm to 1 Nm at 0.1 s and in the running mode, Teom was varied from 
1 Nm to 2 Nm at 0.5 s. From the figure it shows that the drive performance under dynamic condition of the 
controller is quiet efficient. Tou reaches to 2 Nm at 0.03 s. The high starting torque and current illustrate the 
motor capability over short duration loading ability. An analysis is made on the genetic neuro controller and 
the revealed observations are shown in Table 1. 
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Figure 7. Current and torque response at 50% of the load torque with rated speed 
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Figure 8. Torque response at 50% of the rated torque, (a) rated speed, (b) half rated speed, (c) 10% of 
rated speed 
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Figure 9. Torque profile under dynamic load condition 


Table 1. Torque ripple at different load and speed conditions 
Torque ripple in % with respect to the % Applied 


S.No Proposed Controller based Rated Speed aE Computational 
DTC in% Sa n 00 75 50 Time(sec) 
100 1.7 1.6 1.5 
1 Genetic Neuro Controller 50 20 Re, 22 60 
10 322) 29 2.48 
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6. EXPERIMENTAL VERIFICATION AND RESULTS 

The proposed controller fed DTC is verified in a 1.5 kW, 8/6 SRM drive shown in Figure 10. FPGA 
SPARTAN 3 A/3 A is used to implement the genetic neuro controller and the experimental results are 
observed with the help of digital storage oscilloscope. In the experiment setup, flux reference is set as 0.3 Wb 
and the hysteresis bandwidth is fixed as 0.02. The drive is driven by +120 V DC, rated speed of 3800 rpm, 
load torque of 4 Nm, aligned and unaligned inductance of 49 mH and10 mH along with the inertia and 
friction is set as 0.08 kg.m.m and 0.01 N.m.s. The SRM drive is tested under different operating conditions 
both static and dynamic condition. The sampling time of the digital controller is set as 2 us. 





Figure 10. Experimental setup of SRM drive 


6.1. At rated load condition 

The proposed controller-based DTC fed switched reluctance motor is operated at various operating 
points in steady state conditions. Initially the motor rated torque is set at 4 Nm and the rated speed is fixed at 
3800rpm. Figure 11 shows the current for the four phases with the rated speed and the rated load torque. The 
current drawn by the SRM in experiment is 8 A which is equivalent to the current drawn in the simulation. 
Figure 11(a) gives torque at rated speed, where as Figure 11(b) gives torque at half rated speed. 


6.2. At variable load conditions 

The efficiency of the proposed controller is tested not only on the various operating speeds but also 
examined in various operating loads. The results are observed and tabulated to show the performance 
improvement of the proposed controller at various load torques. Initially the motor is loaded with 1Nm rated 
torque (50%) as shown in Figure at various operating speed conditions. The test is further conducted for a 
load torque of half of the rated torque with the same operating conditions. The results are observed and 
shown in the Figure 12. Figure 12(a) gives torque at rated speed, where as Figure 12(b) gives torque at half 
rated speed. 
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Figure 11. Torque response at rated load condition, (a) Rated speed 
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(b) 
Figure 11. Torque response at rated load condition, (b) half Rated speed (continue) 
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(b) 
Figure 12. Torque response at half rated load, (a) Rated speed, (b) Half rated speed 


The above measured torque ripple at different operating speed varies between 1.8% to 2.7%. It is 
quite similar to the results reveled in the simulation where the torque ripple varies in the range of 1.5% to 
2.48% for the same load torque and variable speed condition which proves the characteristics of the motor in 
real time. Similarly the drive is tested for 3 Nm load torque with the same operating speeds. The results are 
measured at the specified rated load as shown in Figure 13. Figure 13(a) gives torque at rated speed, where as 
Figure 13(b) gives torque at half rated speed. 

Are measured using textronics.The results show that the torque ripple measured in the experiment 
setup varies in the range of 2% to 3.1% which is similar to the results reveled in the simulation with respect 
to the torque ripple which varies in the range of 1.6% to 2.9%. The results show that the reduction in torque 
ripple is quite improved in the proposed controller based DTC fed drive. The Table 2 shows the compartive 
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(b) 
Figure 13. Torque response at 75% rated load, (a) Rated speed, (b) Half rated speed 


Table 2. Comparative analysis between simulation output and experimental results 


Proposed Rated Speed Torque ripple in % with respect to the % applied Conpnanonal 
S.No Controller based , load torque . 
DTC me 100 75 50 iain ies 
1 Genetic Neuro 100 1.7 1.6 1.5 6.60 
Controller 50 2.5 2.3 2.2, ' 
Experimental 100 2.1 2.0 1.8 
2 Results 50 3.1 2.6 2.4 poe 


7. CONCLUSION 

To overcome the drawback of torque ripple and speed response, GA-NN controller is proposed 
which will reduce the torque ripple below 2% over different operating conditions. The response of speed and 
torque is superior compared to the other conventional controller. Although the computational time is a little 
bit higher when compared to the overall performance, GA-NN seems to be the best to adopt with DTC for 
minimizing the torque ripple. The simulation and the experimental results clearly demonstrate that GA-NN 
based DTC for four phase SRM provides better performance in terms of reduced torque ripple, better speed 
and torque response both in steady state as well as in dynamic condition. 
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